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E.O. 11652: NA 
TAGS: ASEC 

SUBJECT: EMERGENCY LIGHTING SYSTEM 
REF: SOFIA 1737 (NOTAL) 

1. OUR CCTV HAS FAILED. NO DISCERNIBLE IMAGE CAN BE SEEN 
AT MONITOR. 

2. UNDERSTAND THAT SIMILAR REPLACEMENT UNIT AVAILABLE 
BUCHAREST WAS TO BE SHIPPED TO ATHENS FOR SHAKEDOWN AND 
THEN FORWARDED TO SOFIA FOR INSTALLATION. 

3. IN VIEW OF CIRCUMSTANCES WE RECOMMEND THAT UNIT BE 
SHIPPED DIRECTLY TO SOFIA FOR INSTALLATION BY POST PER- 
SONNEL. IF NEW UNIT REQUIRES TECHNICAL SERVICE WE WILL 
REQUEST ATHENS TO SEND TSO TO SOFIA. 
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